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Chapter  1  by  Flower234 

you  toe  me 
that  the  screams 
would  stop 
and  the  tears 
would  go  away, 
but  there  are 
bloodstains 
on  the  tiles 
and  the  sky 
is  always  grey. 

You  told  me 
you'd  be  there 
if  even  i 
began  to  fall, 
but  those  smiles 
and  happy 
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